
R DES WITH SLAIN HUSBAND’S BODY — Mrs. John F. Kennedy, her legs heavily smudged, moves to enter 
an ambulance cairying the body of her slain husband Friday night at Andrews Base near Washington. Atty. 
Gen. Robert Kennedy is beside her. Col. James Swindall, presidential pilot, is at upper left. The President’s 
plane brought the body to Washington from Dallas, where Kennedy was shot to death from ambush. 




